Loop Evolution Observed with AIA and Hi-C 
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In the past decade, the evolution of EUV loops has been used to infer 
the loop substructure. With the recent launch of High Resolution Coronal 
Imager (Hi-C), this inference can be validated. In this presentation we 
discuss the first results of loop analysis comparing AIA and Hi-C data. 



